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Sectional 
Rotating 


Equipment 


BULK STORAGE STEEL BINS 


No. 445 


Customers are attracted to 
thete rotating steel bins 
where they can quickly find 
thekind and sizes of nails 
wanted. They act as con- 
stant reminders to custom- 
ers of their needs. Can also 
be used for rivets, bolts, 
washers, fittings, or any 
keg items. Bins are strong 
and durable to give lasting 
Furnished with or 
without scales. Scale equip- 


service. 


ment includes Spring Bal- 
ance Hanging Scale, Scoop, 
Chains and Scale Arm. 








REG. U. S. PAT. OFF. 


“NAILS AT 
THE SCALES” 


"Rotabin" Equipment conserves 
floor space and provides the most 
convenient method for dealers to 
store, display and sell more nails 
and increase their profits. Steel 
sections are mounted vertically one 
above the other on a heavy metal 
tube set rigidly into a heavy, cast 
metal base. Each section rotates 
freely on the ball bearing assembly 
when fully loaded. Brings the 
nails to the scales. 

15 to 50 kegs can be carried in 
only 44 to £8 inches of circular 
floor space. No unsightly kegs, 
everything neat, compact and in 
its place. 


Counter Model No. C 24 





“ROTABIN 


Makes 


the items 
visible 


improved No. 585 Heavy Duty 


Counter Model, No. C 24 
corsists of counter 7 feet 
long, 32 inches wide and 36 
inches high. Made of steel 
with laminated wood top 
covered with Government 
standard heavy duty green 
linoleum. Two rotating cab- 
inets each having 3 sections, 
with twelve compartments, 
total 24 compartments. 
Each compartment has a 
capacity of 125 lbs. nails or 
similar items. Accessible 
from either side. These bins 
are beautifully finished in 
olive green baked enamel, 
unless otherwise specified. 


a a ee APPROX. 
. APA 
NUMBER SECTIONS COmP'T  -- ihe DIAMETER HEIGHT ptt 
446 30 125 Ibs. 44 in. 67 in. 425 |bs. 
| 445 ; 25 125 Ibs. 44 in. 57 in. 380 Ibs. 
444 & 20 125 Ibs. 44 in. 47 in. 325 Ibs. 
443 3 15 125 lbs. | 44 in. 37 in. 275 Ibs. 
585 5 50 140 lbs. 58 in. 66 in. 575 Ibs. 
584 4 40 | (140 Ibs. 58 in. | 53 in. 504 Ibs. 
583 3 30 | 140 lbs. =| = 58 in, =| 40 in. 425 Ibs. 





Sectional, Rotating Bins in many Sizes and Types for additional Uses. 


THE FRICK-GALLAGHER MFG. CO. 


WELLSTON, OHIO 
ALL EQUIPMENT F.O.B. FACTORY, WELLSTON, OHIO 











Mention Hardware Age When Writing 





